Re 


Mrs Mary Hampton <info@contactlensking.com> 
11:40 AM (1 hour ago) 
to Recipients 


DEAR BENEFICIARY 


Again, please respond to our previous email.Approval has been given for the 
release of outstanding funds again after 15years Delays.Payment will be 
made in 7 working days without delay.Kindly Re-confirm that the 
understated remain your banking details we found on our records. 


Bank Name: Bank of America 

Bank Address: 499 Old Country Rd, Riverhead, NY 11901, United States 
Aba Routing Code:026009593 

Beneficiary : Randy Miller Jr 

So, feel free to ask questions 1f/where you have any. 


Respond, for details on mode/schedule of payment.check the web site as 
released in 2006 : http://news.bbc.co.uk/1/hi/business/5171222.stm 


Regards, 
Mrs Mary Hampton 
Officer In charge 


